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LEVELS ARE NOT OUR ONLY BUSINESS 


Since 1919, Empire Level has been recognized as a 
manufacturer of superior quality hand tools. 
Empire has always been a forerunner in the 
evolution of the level from its early days of 
untreated wood finishes to the latest use of high 
alloy extruded aluminum frames and our accel 
POLYCAST™ construction. 


All levels are not alike. The level's accuracy | 9m 
is dependent upon the vial used. So why are © 
Empire MONO-VIAL?® levels better? 


Empire Reverso-vials® are manufactured in 
our own plant to specifications and toler- 
ances unmatched in the industry ...so unique 
that Empire Level has been awarded US. 
Patent No. 3311990 as well as British, French, 
Canadian, Italian, and German Patents. 


GREATER VISABILITY: 


Reverso-vials® are 50% larger than regular vials 
and center in the cover plate for greater accuracy 
and ease of reading. Each large, single Reverso® 
vial is the equivalent of two ordinary level vials. 


BUILT-IN ACCURACY: 


Snap in vials make replacement of cover plates or 
vials easy without affecting accuracy of the 

level. No cement or mastic used, “no adjustment 
necessary.’ Other levels are obsolete when 
compared to MONO-VIAL® levels. 


Empire's unique top reading feature does not 
interfere with normal side readings. Reverso-vial® 
construction also makes “overhead readings” 
possible. 


VIALS READING PITCH & SLOPE: 


Another first from 
Empire... our side 
view of VARI-PITCH™ vial showing ¥4""increments. 
Let your eye follow the bubble and it will show 
you pitch or slope using inches per foot grad- 
uation in 4" increments. 


PLUS FEATURES: 


Empire levels are extruded from a special 
aluminum alloy designed for exceptional heat 
treated strength. The result—a high tensile frame 
construction that can flex and yield to shock without 
damage to vials or cover plates. 


WHAT IS POLYCAST™ 
CONSTRUCTION? 


POLYCAST™ tools are an exclusive of Empire 
and represent a new generation of hand tools. 
POLYCAST™ is known in the world of plastics as 
TSF—Thermo Plastic Structural Foam Molding. 
Simply stated, it is a manufacturing process that 
requires relatively low pressure when molding the 
resin into the finished product. By holding down 
pressure, Empire is minimizing molded-in stress. 
Thus, our POLYCAST™ tools are extremely ac- 
curate and have stability. With these tools, any 
do-it-yourselfer will readily notice the many 
outstanding features. Empire’s POLYCAST™ tools 
are durable yet flexible without breaking. They 
resist conducting electricity or heat. Unlike 
traditional wooden levels, POLYCAST™ products 
are not affected by moisture. These tools will 
provide the same longevity as wood or aluminum 
when properly maintained. These products 


LEVELS 


TORPEDO LEVELS 
BUBBLESTICK™ 


make excellent household tools as they will not 
mar a wood surface or scratch the paint on 
household appliances. Leave it to Empire to 
develop new dimensions in the hand tool industry 
while still providing you with the durability, 
reliability and accuracy you've become so dac- 
customed to at Empire. 


4 GOOD REASONS TO LOOK 
TO EMPIRE AS YOUR 
SOURCE OF LEVELS: 


1) MONO-VIAL® construction featuring our pa- 
tented Reverso-vial® 

2) VARI-PITCH™ vials reading pitch or slope 

3) Special aluminum alloy frame 

4) POLYCAST™ construction 


EMPIRE— MORE 
THAN JUST ANOTHER 
LEVEL MANUFACTURER 


offers you a complete line of combination squares, 


drywall squares, measuring tools and more. 


When marking wider boards around the home, 
use our combination square with its exclusive 16" 
blade. This handy tool will allow you to make 
measurements that were not practical before. 


Our torpedo levels feature top reading, magnetic 
edges, VARI-PITCH™ vials and convenient hang 
holes. 


Empire's try square will allow you to measure 
the length, width and thickness of your cut. After 
making the cut, test your results. See if the board 
is square. 


SERVICEABILITY: 


When you buy Empire leveling and measuring 
tools, you are buying on-the-spot serviceability. 
Our replacement parts are interchangeable and 
there is never any adjustment necessary. 


FINAL AUTHORITY: 


Empire tools are the final authority on any 
construction job. The workman must have absolute 
confidence in these vital tools. At Empire, every 
tool undergoes a test at the completion of each 
operation and nothing that will safeguard the 
reliability of the finished product is left undone. 
Empire owes its success to the recognized fact 

that the best hand tools are the only ones a good 
workman can afford to use. 
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880 PROFESSIONAL SERIES IZ 


¢ MONO-VIAL" ¢ VARI-PITCH™ * BEVELED ENDPLATES 
e REPLACEABLE AND INTERCHANGEABLE VIALS 
The 880 level features a heavy duty heat treated 
high alloy frame. Our unique duplex milled 
edges assure surfaces are parallel and straight. 
Shock absorbing beveled endplates are impact 
resistant and protect working surface from burrs. 
Top reading feature allows better viewing. 
Interchangeable and replaceable MONO-VIAL® 
and VARI-PITCH™ construction provide on-the-spot 
serviceability. White windows provide improved 
reading in dim lighting. Black finish. Lifetime 


warranty. 
US PATENT 3311990. 
Sub-Pack 
Model/Length Weight Sub-Pack Master-Pack 

880-18" 1.13 Ibs l 20 
880-24" 1.25 lbs 1 20 
880-28" 1.50 lbs 1 20 
880-30" 1.56 lbs 1 20 
880-48" 2.38 lbs 1 10 
880-72" 4.88 lbs 1 5 
880-78" 5.25 lbs 1 5 
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881 MAGNETIC 
PROFESSIONAL SERIES IZ 


* MAGNETIC EDGE * TOPREADING * MONO-VIAL® 
*MILLEDEDGES »* BEVELED ENDPLATES 


The magnetic edge holds to ferrous surfaces, frees 
hands. The 881 includes a heat treated heavy 
duty alloy frame. Machined edges assures accuracy. 
Beveled endplates are impact resistant and 
absorb shocks. Top reading allows better viewing. 
Also included are interchangeable and replace- 
able MONO-VIAL® construction. White windows 
provide improved reading in dim lighting. Gold 
painted finish. Lifetime warranty. 

US. Patent: 3311990. 

Patents Pending. 


Sub-Pack 
Model/Length Weight Sub-Pack Master-Pack 
881-18" 1.25 Ibs l 20 
881-24" 1.50 Ibs 1 20 
881-48" 2.88 lbs ] 10 
881-78" 5.75 lbs l 5 
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550 TRADESMAN SERIES 


e MILLED EDGES + TOP READING 
* BEVELED ENDPLATES * MONO-VIAL* 
e REPLACEABLE & INTERCHANGEABLE PARTS 


Medium duty aluminum frame for the professional 
and the distinctive homeowner. The Tradesman 
levels feature duplex milled edges to guarantee 
straightness, beveled endplates to resist shock, 
MONO-VIAL® construction and top reading for 
better viewing. Replaceable and interchangeable 
vials are protected with acrylic window covers. 
Attractive charcoal finish. U.S. PATENT 3311990. 


Sub-Pack 
Model/Length Weight Sub-Pack Master-Pack 
550-18" 0.75 Ibs l 20 
550-24" 1.0 lbs 1 20 
550-24"/45 1.0 lbs 1 20 
550-28" 1.25 lbs 1 20 
550-36" 1.50 lbs ] 10 
550-48" 2.0 Ibs ] 10 
550-72" 40 lbs ] 5 
550-78" 4.50 lbs ] 5 


44] MAGNETIC WEEKEND 
PROFESSIONAL SERIES 


* MAGNETIC EDGE * MONO-VIAL® 
e REPLACEABLE & INTERCHANGEABLE PARTS 
¢ LIGHTWEIGHT 
Lightweight aluminum frame featuring MONO- 
VIAL® construction. Vials are interchangeable and 
replaceable and never need adjustment. Acrylic 
cover plates are dust proof and feature the 
same serviceability as our Best! U.S. PATENT 3311990. 


Sub-Pack 
Model/Length Weight Sub-Pack Master-Pack 
441-24" 0.875 lbs i 20 
44)-48" 1.75 lbs 1 10 
440 WEEKEND 
PROFESSIONAL SERIES 
* MONO-VIAL® 
¢ REPLACEABLE & INTERCHANGEABLE PARTS 
¢ LIGHTWEIGHT 


Lightweight aluminum frame featuring MONO- 
VIAL® construction. Vials are interchangeable and 
replaceable and never need adjustment. Acrylic 
cover plates are dust proof and feature the 

same serviceability as our Best! U.S. PATENT 3311990. 


Sub-Pack 
Model/Length Weight Sub-Pack Master-Pack 
440-18" 0.75 lbs ] 20 
440-24" 0.875 lbs l 20 
440-48" 1.75 lbs ] 10 


330 POLYCAST”" SERIES 


* MONO-VIAL*  » FLEXIBLE 


RELIABLE *NON-CONDUCTIVE + POLYCAST™ 


POLYCAST™ technology features extremely accurate 
and durable levels. These levels resist conducting 
electricity or heat. POLYCAST™ levels feature our 
patented MONO-VIAL® construction. POLYCAST™ 
construction provides parallel and straight edges. 
POLYCAST™ is excellent for the DO-IT-YOURSELFER 
as it will not mar wood or scratch paint on house- 
hold appliances. Bulk packed. U.S. PATENT 3311990. 


Master-Pack Master- 
Model/Length Weight Sub-Pack Pack 
330-18" 10.38 Ibs 5 20 
330-24" 12.68 lbs 5 20 
330-48" 35.75 lbs Gi 20 


990 WOOD LEVELS 


e RUBBERENDPLATES SEALED VIALS 


990BB levels are made of mahogany and have 
brass bound edges to resist abrasive action and 
warping. The 990IB-48" level contains fine grade 
mahogany permanently bonded to a stronger and 
accurate I-Beam frame. 


Sub-Pack 
Model/Length Weight Sub-Pack Master-Pack 
990BB-24" 1.88 lbs 1 10 


990BB-48" 3.50 Ibs 10 
9901B-48" 4.00 Ibs 10 
710 LAYOUT LEVEL 


Empire's exclusive. An absolute for 
transferring plumb lines from floor to 
ceiling. Working heights from 6'6" to 
10' MONO-VIAL® construction allows 
360 viewing. Magnetic edge holds to 
ferrous surfaces to free hands. U.S. 
PATENT 3311990 and 3328867. 


Model/ Sub-Pack Sub- Master- 
Length Weight Pack Pack 
710/6'6"-10' 12.5 1bs l ] 


992-9 VARLPITCH" II 
MAGNETIC TORPEDO LEVEL 


* MONO-VIAL"  « VARI-PITCH™ 

* TOP READING * MAGNETIC 
A9" level with an aluminum frame for strength, 
rigidity and accuracy. Three vials include one 
standard level vial and two VARI-PITCH™ vials that 
measure pitch or slope from level to "'/ft. in 
¥4"'/ft. increments. A magnetic base frees hands 
when working with metal. Shock absorbing end- 
plates and a V-grooved side with three top- 
reading windows. A must tool whenever drainage 
or slope is a consideration. Blister carded Lifetime 
warranty. U.S. PATENT 3311990. 


Sub-Pack 
idk ST il Weight Sub-Pack Master-Pack 
3.00 libs 10 100 
VARL eITCH™ 
992-9" EM 3.00 Ibs 10 100 


NOTE: 992-EM offers both 4"/ft.and 10 mm/M graduations. 


EM- English-Metric 


991-9 MAGNETIC Ia 
ALUMINUM TORPEDO LEVEL 


* TOPREADING + MONO-VIAL" 
¢ MAGNETIC EDGE 


Includes a magnetic working edge, aluminum 
frame, shock absorbing endplates, a V-grooved 
working edge for pipe work. MONO-VIAL® con- 
struction with three vials reading level, plumb, and 
45°. A white window provides improved reading 
in dim lighting. Blister Carded. Lifetime Warranty. 
US. PATENT 3311990. 

Sub-Pack 


Model/Length woes 
991-9" 3.25 Ibs 


99-9 ALUMINUM prov 
TORPEDO LEVEL 
° TOP READING « MONO-VIAL® 


Includes aluminum frame, shock absorbing end- 
plates, a V-grooved working edge. MONO-VIAL® 
construction features vial readings of level, plumb, 
and 45°. A white window provides improved 
reading in dim lighting. Blister carded. Lifetime 
warranty. U.S. PATENT #3311990. 

Sub-Pack 


Medel tenga Weight Sub-Pack Master-Pack 
9-9" 2.88 lbs 10 100 


Sub-Pack Master-Pack 
10 100 


331-9 MAGNETIC _ 
POLYCAST” TORPEDO LEVEL 


* MONO-VIAL® + TOP READING 

* NON-CONDUCTIVE * DURABLE ¢ LIGHTWEIGHT 
e MAGNETIC EDGE 

POLYCAST™ construction provides a strong and 
accurate 9" frame. MONO-VIAL® construction 
provides level, plumb, and 45° readings. Our non- 
conductive frame insulates from heat and cold. 
Will not mar or scratch painted surfaces. Top 
reading feature. The magnetic base holds to ferrous 
surfaces, frees hands. Blister Carded. 


Sub-Pack 
Model/Length Weight Sub-Pack Master-Pack 
331-9" 2.25 lbs 10 100 


33-9 POLYCAST™ 
TORPEDO LEVEL 


* MONO-VIAL® « TOP READING 
* NON-CONDUCTIVE * DURABLE * LIGHTWEIGHT 


POLYCAST™ construction provides a stong and 
accurate 9" frame. MONO-VIAL® construction fea- 
tures level, plumb, and 45° readings. Non- 
conductive frame insulates from heat and cold, 
will not mar or scratch surfaces. Blister carded. 
US. Patent #3311990. 


Sub-Pack 
Modes pom Weight 


Sub-Pack Master-Pack 
2.00 lbs 10 100 


44-8 TORPEDO LEVEL 


Lightweight impact resistant with level and plumb 
reading feature. MONO-VIAL® construction. 
Blister carded. U.S. PATENT 3311990. 


Sub-Pack 
saci) Length Weight Sub-Pack Master-Pack 
4-8" 1.75 lbs 10 100 
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84-5 POCKET LEVEL 


e TOPREADING °¢ LIGHTWEIGHT *¢MULTI-VIEW 


Strong molded frame. Chrome pocket clip, 
Reverso-vial® reads top, bottom or side. Blister 
carded. U.S, PATENT 3311990 and D236959. 


Sub-Pack 
Model No. Weight Sub-Pack Master-Pack 
84-5" 0.625 Ibs 10 100 


83-3 LINE LEVEL 


*MULTI-VIEW ¢ LIGHTWEIGHT 
Use as a line or surface level. Unbendable hooks 
hold to line—allows level to slide. Lightweight 
prevents line sag. V-grooved working edge fits to 
pipes and round surfaces. Includes a pocket clip. 
Blister packed. U.S. PATENT 3311990 and D236959. 


Sub-Pack 
Model No. Weight Sub-Pack Master-Pack 
83-3" 0.50 lbs 10 100 


3604 BULLSEYE 
CIRCULAR LEVEL 


Levels in all directions. Use on ranges, refrigerators, 
washers, dryers, pool tables, phonographs and 
machine tools. 

Sub-Pack 
Model No. Weight 


Sub-Pack Master-Pack 
3604 0.438 Ibs 10 100 


2501 PROF ESSIONAL I I= 
COMBINATION SQUARE 


Machined square head with full 360° view 
Reverso-vial®. Easy reading black and white blade 
with ground edges and pencil guide. English 
(32nd) or English-Metric graduations. Self aligning 
steel drawbolt for easy blade installation. Hardened 
scriber with brass bushing. Includes product 
information sleeve. Lifetime warranty. 


Sub-Pack 
Model No. Length Weight Sub-Pack Master-Pack 


250 12" 750lbs 10 40 

250EM 12" 750lbs 10 40 
230 TRADESMAN 

COMBINATION SQUARE 


Machined head with solid mounted acrylic vial. 
Self aligning steel drawbolt for easy blade in- 

- stallation. Hardened scriber with brass bushing. 
Satin finish steel blade with pencil guide. All 
English (32nd) or English-Metric graduations. 
Includes product information sleeve. 


Sub-Pack 
mee No. eng Weight nate Moses 
230 EM i" 7.38 lbs 10 AO 
220 POLYCAST™ 
COMBINATION SQUARE 


¢* POLYCAST™ ¢ LIGHTWEIGHT 
e DURABLE »¢ MULTI-VIEW 

Lightweight, high impact, POLYCAST™ square head 
with full 360° view Reverso-vial®. 12" steel blade 
with satin finish and pencil guide. Self aligning 
drawbolt for easy installation. All English (32nd) or 
English-Metric graduations. Includes product 
information sleeve. 


Sub- 
— No. a Weight. Sub-Pack Master-Pack 
40 


4125Ibs 10 
SEM 12" 4128ibs 10 40 
200 POCKET 
COMBINATION SQUARE 


Small machined square head with full 360° view 
Reverso-vial”. Self aligning drawbolt. 6" steel blade 
with satin finish. Hardened scriber. Available in 
English (32nd) and English-Metric graduations. 


Sub-Pack 
Model No. Length Weight Sub-Pack Master-Pack 
205 6 3.5 Ibs 10 40 


2055 EM 6" 3.5 lbs 10 40 
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285 PROTRACTOR SQUARE I 


Machined head with built-in angle reference pro- 
tractor. Measure large angles. Accurately transfers 
angles to within 30 seconds of arc. Easy reading 
black and white blade with convenient pencil 
guide. Self aligning steel drawbolt. Hardened 
steel scriber. All English (32nd) or English-Metric 
graduations. Includes product information sleeve. 
Lifetime warranty. 


Sub-Pack 
No. Length Weight Sub-Pack Master-Pack 
285 12" 7.81 lbs 10 40 


285 EM 12" 7.81 lbs 10 40 


275 PROFESSIONAL 
COMBINATION SQUARE 
WITH CENTERHEAD II 


Machined square head with solid mounted acrylic 
vial. Self aligning steel drawbolt for easy blade 
installation. Hardened scriber with brass bushing. 
Easy reading black and white blade with ground 
edges and pencil guide. Centerhead included 

for finding centers on bar stock. Available in 
English (32nd) or English Metric graduations. 
Carded. Lifetime warranty. 


Sub-Pack 
Model No. Length Weight Sub-Pack Master-Pack 
275 12" 9.25 lbs 2 10 


275 EM 12" 9.25 Ibs 2 10 


280 PROFESSIONAL 16" 
COMBINATION SQUARE 


Machined head with full 360° view Reverso-vial®. 
16" blade useful for marking wider boards 
(especially on 45° angles), laying out stud centers 
and all other combination square functions. 
Larger easy reading numbers on satin finish 
blade. Carded. Lifetime warranty. 


Sub-Pack 
Model No. Length Weight Sub-Pack Master-Pack 
280 16" ~— 8.625 lbs 10 40 


205 UNIVERSAL CENTERHEAD 


Finds centers of bar stock. Fits all Empire combi- 
nation square blades and most other combination 
square blades. Bulk packed or carded. 


Sub-Pack Master- 
Model No. bid to Sub-Pack Pack 
205 2.25 lbs 8 32 
205 B (Bulk) 2.75 lbs 10 40 


290 iz! AND 290B 
RAFTER LAYOUT SQUARE 


Empire's rafter square allows fast and easy layout 
on any rafter. Easy to read black and white 
finished square. Blister carding includes easy to 
understand and detailed instruction manual. 


Sub-Pack 


Model No. Weight Sub-Pack Master-Pack 
290 8.94 lbs 10 40 
290 B 6.5 lps 10 40 


290 B Bulk packed. 290 IM not included. 


290 IM_ Instruction manual for Rafter Layout 
Square 


mes 


120 TRY SQUARE 


8" black blade with easy reading recessed white 
graduations. High impact POLYCAST™ handle with 
durable acrylic vial for level work. Exclusive top 
reading window allows greater visibility. Includes 
product information sleeve. U.S. PATENT 3311990 
and other Patents pending. 


Sub-Pack 
Model No. Weight Sub-Pack Master-Pack 
120 4.5 lbs 10 40 
100 CARPENTER’S SQUARE 


¢ EASY READING « LONG WEARING GRADUATIONS 
12" x 8" steel square. Easy reading black and 
white finish. Durable. Long wearing recessed !/3" 
graduations. Includes product information sleeve. 
Bulk packed. 


Sub-Pack 
Model No. Weight Sub-Pack Master-Pack 
100 5.94 lbs 10 40 
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320 BUBBLE STICK 


420 DRYWALL T-SQUARE 
aluminum straight edge with POLYCAST™ Thead. 


Easy reading '/s 


5 i 
ge. & 
a-He.s 
Peoees 
Seekess 
o85 S84 
6 BAO OE 
£9 o ge 
328 Oe a 
O>-6 905 
Quckag 
a TEs Oey 
Orn RHO 
Or BSE ag 
Bede [eh 
rn 0) ® 
Oo. GA o 
2 500gcQqun 
ROR OD ; 2 
ei Oma aa 
SHB geen 
rm oot ga 
Q jo SHO 
ts 39Rs 
~ w ns = | 
y~eons oO 


1/6" graduations. Flush 


and 


Ww 


dropped edge. Unassembled. U.S. 


Ww 


t 


mounted intersection. Integral level and plumb 


vials with °/s 
PATENT 3311990 and other Patents pending. 
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Sub-Pack 
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10.50 Ibs l 


320 EM 


400 ALUMINUM 
STRAIGHT EDGE RULE 


4' high alloy aluminum straight edge rule. Long 
wearing, '/s" and !/is"' graduations. Durable and 
lightweight. Convenient hang hole. Bulk packed. 


Sub-Pack 
Model No. Weight Sub-Pack Master-Pack 
400 9.63 lbs 8 32 


905 and 908 PLUMB BOBS‘ 


5 oz. and 8 oz. Plumb Bobs. Plated finish for corro- 
sion resistance. One piece construction. Vinyl pouch 
with hang hole. 


Sub-Pack 
Model No. Weight Sub-Pack Master-Pack 
905 3.25 lbs 10 50 
908 5.25 lbs 10 50 


*FRENCH/ENGLISH CARDING NOT AVAILABLE. 


AD SPECIALTIES 


CARPENTER’S PENCILS 

Use these pencils as goodwill builders for your 
trade customers, in mailings to good prospects, 
or just to say “thank you” to loyal customers. 
Minimum order quantity. 


36 ANGLE AND PITCH TOOL 


Sub-Pack 
Model No. Weight Sub-Pack Master-Pack 
36 4.25 lbs 10 40 
361 ANGLE 
REFERENCE PROTRACTOR* 
* MONO-VIAL® * MAGNETIC BASE 


Small Protractor accurately transfers angles by 
using our patented Reverso-vial® Magnetic base 
frees both hands when working. Carded. 


Model No. 
361 


Sub-Pack 
Weight 


1,38 Ibs 


DO-IT-YOURSELFERS 
INFORMATIONAL LITERATURE 

Empire offers several books for home repair and 
improvement. There are no minimum number of 


books you must buy. Each publication is designed 
to show you how to re-do it yourself and save. 


¢ BUILT-IN SLIDE CHART 
* MAGNETIC BASE AND BACK 
The Pitch Angle Protractor finds or measures any 
angle where pitch or slope is necessary. Built-in 
Pitch Angle Calculator finds RISE, RUN, ANGLE, 
PITCH on 12, or RAFTER LUMBER LENGTH RATIOS. 
Magnetic base and back. Blister carded. 


_— Master-Pack 


_— 
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660P" Fits all Series 550P Fits all Series 550TR Fits all Series 660TR Fits all Series 


acta 


440, 441,660,661 levels 550levelswithplumb 550 levels with top 660, 661 levels with top 
with plumb, leveland and 45° units.2vials, readingunits.1vial,2 reading units. | vial, | 
45° units. 1 vial, 2 2 screws, 2 cOver screws, | top view win- screw, | top view win- 


screws, cover plates. plates. dow, 2 cover plates. dow, 2 cover plates. 


770TR Fits all Series 770P Fits all Series 770, 880VPFraction Fitsall 880 MVP Metric Fits all 
770,771 levelswithtop 771,710 levels with Series 880 levels with Series 880 levels with 
reading units. | vial, plumb and 45° units. pitch top reading units.1 pitch top reading units. 1 
8 screws, cover plates, _1 vial, 8 screws, cover vial, 2 screws, 1 top view _ vial, 2 screws, | top view 
1 top view window. plates. window, cover plates. window, cover plates. 


880 TR Fits all Series 880P Fits all Series 880PP, 72" & 78" Fits 
880, 881 levels withtop 880, 881 levels with all Series 880, 881 
reading units. | vial, plumb and 45° units. levels with plumb 

2 screws, | top view 1 vial, 2 screws, pitch units. 1 vial, 2 


window, cover plates. cover plates. screws, cover plates. 


710EP End plate assembly for 710 layout tool. 

710P Slider pointer for 710 layout tool. 

710K Slide knob assembly for layout tools. 

7108S Total slide assembly for 710 layout tool. 
Not shown. 


880CK Fits all Series 881-45 Fits all Series 
880, 881 levels with 880, 881 levels with 


45° units. 1 protrac- 45° units. 1 vial, 2 
tor, 2 screws, COver screws, cover plates. 
plates. 


DNS Replacement parts for combi- 
nation squares. Package includes 
a drawbolt, nut and spring. 
Services, 200, 220, 230, 250, 275, 
280 & 285 squares. 


EMPIRES “DO-IT-YOURSELF” POLYCAST™ LINE 
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GUARANTEE 


All Empire hand tools are unconditionally guar- 
anteed for replacement against damages prior 

to shipment. Any hand tools found to be damaged 
during shipment are the responsibility of the 


carrier and claims should be filed when the product 


is delivered. Empire products that are labeled JZ fj 


will be guaranteed to be free from imperfections 
and defects in workmanship for life. These tools 
will be repaired or replaced without charge when 


RETURN POLICY: 


Empire products are not to be returned to our Mil- 
waukee location unless prior authorization has been 
received by our sales department. Wholesalers and 
dealers are not authorized to make replacements. 
When returns have been authorized, they should 

be sent to: Empire Level Manufacturing, 10950 West 
Potter Road, Milwaukee, Wisconsin 53226. RETURNS 
MUST BE SENT FREIGHT PREPAID. Credit for authorized 
returns will be issued at the product's current value 
less applicable return freight costs and packaging. 


PRODUCT SPECIFICATIONS: 


Empire levels are continually being changed 
and improved to offer Empire customers the finest 
accuracy at the lowest possible price. Therefore, 
Empire reserves the right to change specifications 
of all units in the price sheet and shown in our catalog. 


TAXES: 


If under any law now or hereafter passed, the seller is 
required to pay tax on sales or excise tax, the 
amount so taxed will be added to the invoice value. 


LIMIT OF LIABILITY: 


Empire Level reserves the right to make replace- 
ment, repair, or cash refund on merchandise judged 
defective under the terms of our guarantee, and is 
expressly limited to these terms. 


PRICES: 


Subject to change without notice. Orders accepted 
only on the basis of prices in effect on date of shipment. 


PAYMENT TERMS: 


Terms are 2% 10 days net 30 days. 


MINIMUMS: 

* Minimum invoice, other than repair or repair parts, 
$200.00 list. 

* Minimum repair charge $6.00. 

* Minimum repair parts charge $7.00. 

* EMPIRE RESERVES THE RIGHT TO INCREASE OR 
DECREASE THE QUANTITY AS ORDERED TO 
NEAREST SUB PACK OR MASTER PACK QUANTITY 
FOR SHIPMENT. 


found to be defective. We will not assume responsi- 
bility for breakage where flaws do not appear, nor 
can we replace tools which have been abused, 
stamped with owner's name, or otherwise experi- 
mented upon. NO DEALER IS AUTHORIZED TO 
MAKE REPLACEMENTS FOR US. Articles claimed 
to be defective must be returned in accordance 
with our RETURN POLICY. 


SHIPMENTS: 


Freight prepaid in continental U.S.A. on $1,560.00 
list invoice amount, exclusive of all local delivery 
charges. Empire reserves the right to select the 
carrier on prepaid shipments. 


PACKAGING: 


Weights and cubes shown on the packing slip are 
based on current policy and can change without 
notice. In the event of a shortage or other discrep- 
ancy, the weight and cube of the shipment will 
govern. 


SHORTAGE OR DAMAGE: 


Proper receiving is required to prevent unnecessary 
losses in your inventory and to facilitate handling 
claims against carriers. All Empire products are 
shipped F.0.B. Milwaukee, Wisconsin. Thus, responsi- 
bility ends when the carrier receives our shipment 
and signs the Bill of Lading. When Empire's products 
are received from the carrier, you should: (a) check 
for visible damage and, (b) check for your name 
and the exact number of cartons or loose pieces you 
receive. It must correspond to the information on 

the delivery receipt. If there is any shortage or visible 
damage, you should call the carrier's attention to 
the discrepancy at once and note it on the Bill of 
Lading. Then, file a claim promptly. Although our 
responsibility ends when our carrier accepts the goods, 
when requested, we will assist in the preparation of 
documents for unusual losses. 


REPLACEMENT PARTS: 


Replacement parts for Empire hand tools are available 
upon request. For information regarding the part 

you will need, refer to our catalog. Additional infor- 
mation can be received by calling (414) 475-9270 or 
writing to EMPIRE LEVEL MFG. CORP,, P.O. Box 26187, 
Milwaukee, Wisconsin 53226. 


EMPIRE TRADEMARKS: 


All persons are cautioned against the misuse of Empire 
trademarks and tradenames. Those covered are: _ 
EMPIRE*, MONO-VIAL®, POLYCAST™, Reverso-vial®, 
VARI-PITCH™, BUBBLE STICK™. 


or 


EMPIRE LEVEL MFG. CORP. * P.O. BOX 26187 * MILWAUKEE, WISCONSIN 53226 
414-475-9270 


EMPIRE BRINGS YOU 
STATE OF THE ART TECHNOLOGY 


QUALITY VIAL 
MANUFACTURING 


New improved 
molding, filling, 
sealing and quality 
testing procedures 
insure accurate, 
leak proof vials. 


METAL 
cliramabenin Leh 


Custom machinery and fixturing is used 
to guarantee precise, accurate working 
surfaces on levels and squares. 


ADVANCED 
MOLDING pin deieo dl 
High impact, 
accurate level 


frames provide 0 PP audit 7 
high quality, low Ff 
cost tool for ; 
tomorrow’s needs. 


NEW FACILITIES | 


Quality, service and price 
begin with new modem 
facilities, high quality 
personnel, and strong 

jo) Koushebbetes 


